
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


12/09/2011 


Jessica Noble 

Assistant District Attorney, Middlesex County 


Dear ADA Noble, 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 


1. Curriculum Vitae for Anni e Dooklian and Kate Corbett. 


2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results, 

5. GC/Mass Spectral analytical data for samples # 

Ann Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Kate Corbett was analyzed the GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 


Sincerely^? 



Annie Dookhan 
Chemist 

Drag Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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Curriculum Vitae 


Annie Khan (Dookhau) 

Education; 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry, 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I, II, Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols. 
^Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
Cversee the Quality Control/Quality Assurance program for the Drug Lab. 

*Maintenance and repair s of all analytical instruments. 

*Tramed in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

^Qualified as an expert witness in Massachusetts Courts and U.S. District Court. 

Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004, 

*Notary Public. 

2001 -2003 

QC Analyst I, II , UMMS-Massachusetts Biologic Laboratory, QC Material Control 

Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department for the Food and Ding Administration. 

*Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

^Writing, revising and reviewing Standard Operating Procedures (SOPs). 

*Trained and supervised new chemists and interns for the department. 

* Routine QC testing of products for the FDA. 

*Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

Complete testing of chemicals for Vendor Validation Project for the FDA. 

Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP training with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek. 

HPLC and LC/MS/MS trainings with Waters Cooperation. 

FTIR training with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 

Chemist ii State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UV/ViS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case fiies to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 



Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 

1:00-3:00 


City or Department: _Police Reference No.: ?oi3)3r 


Name and Rank of Submitting Officer: , 1 

Uo r - 

r 

I 



Defendant(s) Name (last, first, initial): 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


2Z (ocj$ O'T uUvH toCk/Vou4*-r 



o>M 




] 






No. 

City: Burlington Poiice Dept, 
Officer: Detective MATTHEW LEARY 
Def: 


Amount: 

No. Cont: 25 Cont: pb 

Date Rec'd: 09/05/2008 
Gross Wt.: 93.48 


Date Analyzed: , \ Q\ 

' \ 

\ * 

’ A ys 

u 

l 

l 


SubstSUB 

No. Analyzed: ^ 
Net Weight: 



Findings: 


# Tests: 




City: Burlington Police Dept. 
Officer: Detective MATTHEW LEARY 



Def: |SHSRH 

Amount: 

No. Cont: i Cont: pb 

Date Rec'd: 09/05/2008 
Gross Wt: 6,23 


Preiim: Findings: 


Subst:SUB 


No. Analyzed: 

Net Weight: 

# Tests: ^ a 

• at-nc 
n 


> 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# paBaBSBg 
No. of samples tested: 


AGENCY ANALYST 

Evidence Wt 




PHYSICAL DESCRIPTION: 


O ^ w£L (yVjvnX^ S 
V~\ X. ^ 


Gross Wt ( is) 
Gross Wt ( ) 

Pkg.Wt 
Net Wt 




l ^4_cL-4Jrw 

^ Xc*\.oo\ <^Vi» 


■=. 




° Cr ^ - Si-^ao 


S* X Vc/\t^_ '(jiir X' 

s 

\\ - 9 * O <=\ 
Y31 

2- 




— t: - pO S» O v ’ V ' ^ ^ 

° ,C X 9-a'i 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

^Thiocyanate ( —) -X 
y Marquis 
y Froetide’s 
Mecke’s 


Mtcrocrvstalllne Tests 
Gold 

^Chloride K _ 

^ TLTA ( -Y -V _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS CO t t , 

DATE W-Zs-Og' 


GC/MS CONFIRMATORY TEST 
RESULTS fficaa 
MS 

OPERATOR yCP^C 

DATE 


Revised 7/2005 
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# samples tested: S' 




V-YCAs y 


'.yVc^ 


#. 

Gross 

Weight 


Net 

Weight 

# 

Gross 

Weight 


Net 

Weight 

1 

l 


HHH 

26 


an •^*33 


2 

\vji USbS- 


\*>. S-SmU 

27 




3 




28 




4 




29 




5 




30 




6 




31 




7 




32 




8 




33 




9 




34 




10 

^.^nvS 

O • 

2 •Sla'i 

35 

_ 

wa^-n 


11 

3 (~> Shci 

o • 11\ 3 

a*% 3 as 

36 

^E9B 

a - 


12 

a.-^ioo\ 

O -u si 

2 -~» $yiC\ 

37 

1 

E' E 3! S 


13 

2 . - *\ STM 

oA* HS 

an 

38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 

— . 

\ -^asi 


\, a "S co 

47 

% n 

a- \b c \0 


23 

1 . (S> 1 \ H 

— 

© -^vs-s 

48 

vl 

\. Q %3 3 


11 




49 

sl>V 

s. c\a.a 5 


25 




50 





Calculations: 

tOG--\ vaJV* 


V—irk O-ejv^-j 


V 


1“^ 


3>o - S 

. *75^' 


ts^iO. 

%-T. \ 


.S' - '-A iSt- S 
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DRUG POWDER ANALYSIS FORM 

ENCY ANALYST 

No. of samples tested:_ Evidence Wt _ 



PHYSICAL DESCRIPTION: 



> 0-0 C&-'vJ2-iS 


v 


GrossWt { ): n.'iL8 ( 1 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (-V) 
Marquis v- 
Froehde's 
Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTA_[_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS vv^vo ^ _ 

DATE_ \t 


GC/MS CONFIRMATORY TEST 

RESULTS \V?a o A _ 

MS 

OPERATOR IC^C- 

DATE \-Si-0°\ 


Revised 7/2005 
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Information from Data File: 

File Name : F:\Q1-2009\SYSTEM4\01_06__09\636704.D 

Operator : KAC 

Date Acquired : 6 Jan 2009 14:53 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


636704.D Wed Dec 07 13:29:08 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM4\01_06_09\636705.D 

KAC 

6 Jan 2009 15:06 

COCAINE STD 

5 

DRUGS 

RTE 


lAbuntiance 

I 1200000 
1000000 ; 


4:23 


T'C: 636705.D 


800000: 
600000| 
400000: 
200000: 


Iime-> 2.00 ' 2,50 ' 3.00 

3.50 4.00 4.50 5.00 

5,50 

6.00 

6.50 7.00 7.50 8.00 8.50 ' 9.00 9.50 






Ret. Time 

Area 

Area 

% 

Ratio % 

4.229 

1203854 

100 . 

00 

100.00 


636705,D 


Wed Dec 07 13:29:14 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q1-2009\SYSTEM4\01 06 

09\636705.D 


Operator 

KAC 



Date Acquired 

6 Jan 2009 15:06 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

5 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 95 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CASH 

Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


82 


Average of 4.208 to 4.314 mih.: 63670VD'(-) 


80 


601 


182 

I 


40 i 


94 


105 


,! 42 


20 ! 


0UI4 

m/z~> 40 


51 


68 


122 


, ,i . , :V4.I 


135 152 166 


198 


.,:|i, __ vt . 


272 

207 222 242 259 ! 281 


303 


50 60 70 80 90 Voo 110 120 130 140 150 160 170 180 190 260 210 220 230 240 250 260 270 280 290 300 


Abundance 


80! 


60: 


40 


20 


42 


51 


82 


68 


0 : 

nVz-> 40 


#29 COCAINE 


162 


94 


105 


122 


135 152 166 


198 


214222 244 259 


272 


303 


50 60 70 80 90 100 110 120 130 140 150 160 170 180 100 200 210 220 230 240 250 260 270 280 290 300 


636705.D Wed Dec 07 13:29:15 2011 


PclCJ0 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM4\01_06_09\636721.D 
KAC 

6 Jan 2009 18:47 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 636721 D 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


636721.D Wed Dec 07 13:29:29 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionHeth 
Integrator 


F : \Q1 - 2009\SYSTEM4 \01__06__0 9\636722 . D 
KAC 

6 Jan 2009 19:00 


22 

DRUGS 

RTE 


Abundance 

! 1500000 

} ] 

1000000 

500000 

I ot, ... ., 

iTime-> 2.00 2.50 3.00 3.50 


4i23 


4.00 '' ’ 4.50 5.00 


TIC: 636722/D 


5.ko e7o6 6.50 ’ 7.00 7.56.s.oo ’ 8.56' 9.00' ‘ 9.56' 


Ret. Time 

Area 

Area % 

Ratio % 

4.233 

1721712 

100.00 

100.00 


636722.D Wed Dec 07 13:29:33 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2 009\SYSTEM4\01__06___09\636722.D 

Operator : KAC 

Date Acquired : ^£^Tar^200^^^^^ 0 0 
Sample Name : HSSHHBHHHIH 

Submitted by : ASD 

Vial Number : 22 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW T0X2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 95 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.23 

C : \DATABASE'S,SLI . L 

COCAINE 

000050-36-2 

99 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


F:\Q1-2009\SYSTEM4\01 
KAC 

6 Jan 2009 19:14 


06 09\636723.D 


ASD 
23 

DRUGS 

RTE 


Abundance 

1500000 

j 1000000 

j 

i 500000 


TfC: 636723. D 


4123 


07 


Tlme~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00.8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.229 

1613947 

100.00 

100.00 


636723.D Wed Dec 07 13:29:38 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1 

KAC 


2 009\SYSTEM4\01 06 09\636723.D 




19 :14 


23 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80| 


82 


Average of 4.202 to 4.208 min.: 636723.D (-) 


182 


60 


94 


40 




j 105 



42 



i 


20 









51 

j 

| 

1 122 

198 

0 


68 

I# 

j j;j 

j ljj J, 135 152 1 ® 6 

207215 231 244 259 


212 , 

_j. i 


303 

i 


m/z~> 40 50 60 70 80 90 100 110 120 

Abundance 

! 82 
80 i 


#29: COCAINE 


182 


60! 


40! 


20 


94 


105 


42 


51 


68 


0 


122 

114 i 135 152 166 


198 


214222 244 259 


272 


303 


m/z—> 40 50 60 70 80 90 100 110 120 13C 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 

636723.D Wed Dec 07 13:29:39 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q1-2009\SYSTEM4\01__06_09\63672 5 . D 
KAC 

6 Jan 2009 19:41 

BLANK 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


636725.D Wed Dec 07 13:29:45 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM4\01_06__09\636726.D 

KAC 

6 Jan 2009 19:55 

COCAINE STD 

5 

DRUGS 

RTE 


A »Rft? 4|23 TIC: 636726.D 

I 

j 1200000 ! 

! 10000001 

! 800000! I 

! 600000; 

400000; 

! i! 

200000j | 


|Vime~> 2.00 2.50' 

3.00 3.50 4.00 4.50 5.00 

5.50 

’ 6.00 

6.50 ’ 7.00 7.50 8.00 ' 8.to 9.00 ' 9.50 






Ret. Time 

Area 

Area 

% 

Ratio % 

4.229 

1268194 

100 . 

00 

100.00 


636726.D Wed Dec 07 13:29:58 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q1-2009\SYSTEM4\01 06 

09\636726.D 


Operator 

KAC 



Date Acquired 

6 Jan 2009 19:55 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

5 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 95 


C:\DATABASE \ PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 : 


8? 


60! 


Average of 4,208 to 4.319'min.:’ 636726.D (■) 


182 

! 




94 

40: 


is i 105 

! !J : , 

i 42 


1 n ;! 

20 J ■ 


1 ;; ■ • 

\ i 

51 

I 3 122 

! | 


68 : ;;j 

Q-s.ii 

JM- 

Vi', i.it: -tj., 1 

m/z--> 40 

50 60 

70 80 90 100 110 120 


135144 


152 166 


198 


303 


207 222 


272 

244 259 : 281 


Abundance 


80: 


82 


182 


60: 


40 


94 


105 


20 


42 


51 


68 


122 


0 




135 152 166 


198 


214222 244 259 


272 

, , n It 


303 


fn/Z"> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 

636726.D Wed Dec 07 13:29:59 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM4\01_06_09\636727.D 

KAC 

6 Jan 2009 20:09 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


636727.D 


Wed Dec 07 13:30:05 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q1 -2 009\SYSTEM4 \01_0 6___0 9\636728 . D 
KAC 

2009 20:23 



28 

DRUGS 

RTE 


TIC: 636728.0 


4123 


1500000: 


ioooooo; 


500000 : 


jTlme-> 2.66 2.50 3.00 ’ 3.fe0 4.00 4.50 5.00 5,50 6.00 ' 6.50 7.00 "7.508.00 8.50.9.00.9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.234 

2126377 

100.00 

100.00 


636728.D Wed Dec 07 13:30:09 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM4\01_06_09\636728.D 

KAC 

20:23 


ASD 
28 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.23 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


82 


"Average of 4.202 to 4.371 min.: 636728.0 (-) 


80; 


60 ; 


401 


20 


|n/z-> ° 40 50 60 70^8*0 90 "l00^110 120 130 140 150 160 170 180 190 200^210 Ho 230 240 2&> 2p0 27 0 280 290 300 

Abundance #29: COCAINE 

i 82 


42 


51 


68 


ijij,.iiii j;. 


94 

! 105 


122 


138 


|i|i) 1 1 ,' i ‘ M ■ 1 1 ii i ’Wn•, -i'i ... I-, 1 , 


182 

I 

i 


152 166 


198 


272 


303 


; 208 222 244 258 j 281 j 


80; 


60: 


40; 


20 i 


42 


51 


68 


182 


94 


105 


! : 

122 

A jd'Mr. 

j 135 

. . . 


198 


214222 244 259 


272 


303 


m/z-> 40 50 60 70 80 90 100 110 l20 130 140 150 160 170 lOO 190 200 210 220 zk) 240 250 2&) 270 280 290 300 


636728.D Wed Dec 07 13:30:09 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F : \Q1-2 009\SYSTEM4\01__0 6_09\63672 9 . D 
KAC 

10:36 



29 

DRUGS 

RTE 


Abundance 

1500000! 


TIC: 636720.0 


4123 


1000000 ; 


500000 j 


(Time~> 2.00 2.50 3.bo 

' 3.50 4.00 4,50 5.00 

5.50 

6.00 

’ 6.50 7.00 ’ 7.50 8.00 8.50 9.00 9.50 i 


Ret. Time 

Area 

Area 

0. 

'o 

Ratio % 

4.230 

1474955 

100 . 

00 

100.00 


636729.D 


Wed Dec 07 13:30:14 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM4\01_06_09\636729.D 

Operator : KAC 

Date Acquired : 6 Jan 2009 2 0:36 

Sample Name : HMNHHHHjMHH 

Submitted by : 

Vial Number : 29 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


1 4,23 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Minimum Quality: 95 
Minimum Quality: 90 


CAS# Qual 























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM4\01_06_09\636730.D 

Operator : KAC 

Date Acquired : 6 Jan 2009 20:50 

Sample Name : 

Submitted by : ASD 
Vial Number : 30 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance .T!C: 636730 D 

4 23 

! i 

I 1500000 


i 1000000 


500000 


Time--> °2.00 2.50 3.00 3.50 4.00^ 4.60~ 5^00 5.50 6.00 6.50 7.0O 7.50 8.00 8.50 9.66 9.60 


Ret. Time Area Area % Ratio % 

4.232 1752078 100.00 100.00 


636730.D Wed Dec 07 13:30:19 2011 Page 1 


Corbett email PRR 000540 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM4\01__06_09\636730.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 30 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4,23 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


8 ? 


Average of 4.206 to 4.317 min.: 636730.D~f) 


80; 


182 


60: 


40 


20 ; 


i 42 


51 


m/z-> 


68 


Ol-if ,V.' ' ' |-• ■>'■.if L 


94 


105 


j(i 


122 


135 162 186 


198 


272 


207 223 242 259 


281 


303 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


80 


60 : 


82 


#291 COCAINE 


182 


40i 


20 


! 42 


51 


68 


0 : 


94 


105 


122 

•114 135 


152 166 


198 


214222 244 259 


272 


303 


m/7-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 230 290 300 


636730 ,D 


Wed Dec 07 13:30:19 2011 


Page 2 


Corbett email PRR 000541 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM4\01_06_09\636731.D 
KAC 

6 Jan 2009 21:04 

BLANK 
ASD 
1 

DRUGS 

RTE 


^Abundance 


TICTT53573TD~ 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


636731.D Wed Dec 07 13:30:24 2011 


Page 1 


Corbett email PRR 000542 


















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q1-2009\SYSTEM4\01 
KAC 

21 : 18 


06 09\636732.D 


ASD 

32 

DRUGS 

RTE 


Abundance ...... TIC: G36732.D 

4124 

' 2000000 ! | 

1500000: i 

lOOOOOOj i 

500000! 

! i ij 

* ! i! 

:Tlme-*> ° 2.00 " 2.50 3.00 3.50 4.00 4.50 


5.00 5.50 6.00 6.50 7.00 


7.59 

’ 7.5cT 


8.00 ‘ 


8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.237 

2551951 

94.02 

100.00 

7.590 

162202 

5.98 

6.36 


636732 .D 


Wed Dec 07 13:30:29 2011 


Page 1 


Corbett email PRR 000543 








Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired- 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q1-2009\SYSTEM4\01 
KAC 

6 Jan 2009 21:18 


06 09\636732.D 


32 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.24 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


'Abundance 


82 


Average of 4:205 to 4.332 min.: 636/32 0 (-) 


80 


60 


182 

i 


40 


20 | 


42 


51 


94 


ii li 

' li 


67 


105 


122 


•113 J, 135 14 4 152 1 ® 6 


198 


o;,. ; , x ;,v< ,vr. > w. — -i%-^ 207 21 ® ■ • • -- 

60 70 80 90 100 110 120 130 140 150 160 170 180 100 200 210 220 230 240 250 260 270 280 290 3C0 


303 


272 

243 259 288 


rr»/z-> 40 50 

Abundance 


82 


#29: COCAINE 


80 i 


60 


182 


40! 


42 


20 : 


0 1 


51 


68 : '| 


94 


105 


122 


135 1 f 2 1 ® 6 


198 


214222 244 259 


272 


303 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


636732.D Wed Dec 07 13:30:29 2011 Page 2 


Corbett email PRR 000544 


















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1~2009\SYSTEM4\01_06_09\636732.D 
KAC 

6 Jan 2009 21:18 


ASD 

32 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 


7.59 

C:\DATABASE\NIST98.L 





1,5-Benzothiazepin-4{5H)-one, 3-(ac 042399-41-7 

78 




2-Pentadecanone 002345-28-0 

59 




1,5-Benzothiazepin-4(5H)-one, 3-(ac 042399-41-7 

50 

Abundance 


58 

Average of 7.537 Id 77712 min.: 636732.D (-) 

j 

80 





60 





40 


j 71 



20 


I j 



0 

m/z-.> 

43 

1 i 

121 150 

90 109 ; ig2 178 192 209 253 267 281 296 327 341 

| 

40 

60 80 

100 120 140 160 180 200 220 240 260 280 300 320 340 360 300 

400 


Abundance 

80 : 

: 60 i 

! f 

i 40 



71 


#112924: 1 ,S-Benzotliiazopin-4(5H)-one, 3-(acetyFoxy)-5-(2-(d 


20 

j : 43 

: 0 

rn/z--> 40 


121 

91 109 I 

60 80 100 120 


150 

136 

J 162 1 ( 8 192 223 241 255 268 284296 310 344356 414 

140 160 180 ^200 "220 240 260 280 3<io 320 340 360 300 400 


636732.D Wed Dec 07 13:30:30 2011 


Page 3 


Corbett email PRR 000545 

















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM4\01_06_09\636733.D 

KAC 

6 Jan 2009 21:32 


33 

DRUGS 

RTE 


Abundance 
| 2000000 

> 1500000 : 

1000000 ! 


7.59 

5.00 5.^0 ' 6.00 6.50 7.60 ’ 7.50 ’ 8.00" ’ 8.50 9.00 9.^0 


500000: 

| I ;| 

|Time-> ° 2.00 ' 2.60 3.00 J.50 4.00 4.50 


TIC: 636733.D 

4|23 

I 

| 


Ret. Time 

Area 

Area % 

Ratio % 

4.233 

2175692 

94.68 

100.00 

7.587 

122249 

5.32 

5.62 


636733 .D 


Wed Dec 07 13:30:34 2011 


Page 1 


Corbett email PRR 000546 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM4\01_06_09\636733.D 

Operator : KAC 

Date Acquired : : 3 2 

Sample Name : I ? ^ 

Submitted by : 

Vial Number : 33 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM4\01_06_09\636733.D 
KAC 

6 Jan 2009 21:32 


ASD 

33 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 95 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

7.59 

C:\DATABASE\NIST98.L 





1,5-Benzothiazepin-4(5H)-one, 

3-(ac 042399-41-7 

78 



2 -Pentadecanone 

002345-28-0 

59 



1,5-Benzothiazepin-4(5H)-one, 

3 - (ac 042399-41-7 

52 


Abundance 


58 


Average‘oTTS'39 to 7.682 min.: 636733.0 {-) 


80; 


60 ; 


40 i 


20 , 


71 


I | 43 

old,. 

m/z--> 40 

Abundance 


121 

89 109 ! 


136 


150 


162 178 192 209 


253 281 296 


341 


60 80 100 120 140 160 180' 200 220 240 260 280 300 320 340 360 3^0 4(k) 


58 


”#112924: 1 i 5-Benzo!hiazepin-4(5H)-one. 3-(acetyIoxy}-5 : [2”-(cT 


80: 


60 


40 


20 


0 r 


43 


71 


91 


121 

109 


150 


136 


162 


178 192 


223 241 255 268 284296 310 


344356 


414 


m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 360 400 


636733.D Wed Dec 07 13:30:35 2011 


Page 3 


Corbett email PRR 000548 





















Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q1-2009\SYSTEM4\01 
KAC 

6 Jan 2009 21:45 


06 09\636734.D 


ASD 

34 

DRUGS 

RTE 


Abundance 
! 1500000 


TFC: 636734.D 


4123 


1000000 ) 


5000001 


Time 


-> ° 2.00 2.50 3.00 3.50 4.00 4.150 5.(30 ' 5.50 6.00 ’ 6.50 ’ 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.227 

1528071 

100.00 

100.00 


636734 .D 


Wed Dec 07 13:30:39 2011 


Page 1 


Corbett email PRR 000549 







Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM4\01_06_09\636734.D 

KAC 

6 Jan 2009 21:45 


34 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 


82 


60! 


40 


Average of 4.206 to 4.349 min.: 630734!D (-) 


182 


94 


105 


20 

42 ! jl 


i 51 Mi 

i 

! 68 ! 

0 


'm/z--> 

40 50 60 70 80 

Abundance 

8? 

80 

i 

60 

! 

1 

! 40 


20 

i i 
42 


CO 

o 


m/z~> 

40 50 60 70 80 


122 


i 113 . 


135 

r r Ari -f v TT-rf-l'fV. , . . I t |-r 


198 272 

! 207 222 242 259 281 


303 


#29. COCAINE 


182 

t 


94 


105 


122 


l 114 


135 


152 156 


198 


214222 244 259 


272 


303 


ni/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 2^0 240 250 260 270 280 290 300 
636734.D Wed Dec 07 13:30:39 2011 Page 2 


Corbett email PRR 000550 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1 - 2 0 0 9\SYSTEM4\01_06__0 9\636741 .D 
KAC 

6 Jan 2009 23:22 

BLANK 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


636741,D Wed Dec 07 13:30:53 2011 Page 1 


Corbett email PRR 000551 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q1-2 00 9\SYSTEM4\01_06___0 9\63 6742 .D 
KAC 

6 Jan 2009 23:35 

COCAINE STD 

5 

DRUGS 

RTE 


Abundance 

1400000, 

: 1200000 : 

1000000 

800000’ 

600000, 

400000’ 

1 

200000 ? 
0 



|Time-> 2.00 2.50 3.00 3,50 4.66 4.feo 5.00 5.50 6.00 6.50 7.66 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.229 

1307030 

100.00 

100.00 


636742.D Wed Dec 07 13:30:58 2011 Page 1 


Corbett email PRR 000552 








Area Percent / Library Search Report 


Information from Data File: 



Pile Name 

F:\Q1-2009\SYSTEM4\01 06 

09\636742.D 


Operator 

KAC 



Date Acquired 

6 Jan 2009 23:35 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

5 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 95 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 4.23 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


8 ? 


Average of 4.208 to 4.324 min.: 636742;D (-) 


80 


eo 


182 


40 


20 : 


oi. 


.! 42 


51 


68 


.UP:/ 


94 


105 


i...—— . rVI 


122 


135 143 152 166 


198 


303 


207 222 242 259 


272 


288 


m/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 240 220 230 240 250 260 270 280 290 300 


Abundance 


82 


# 29 : COCAINE" 


80 


60 i 


182 


94 


40 











! ii 

! 105 

j i 






20; 

42 

: si 

:j 

! 






0 

51 

68 

i 

122 

,1 135 

152 166 

198 

214222 

272 

244 259 : 

303 


636742 .D 


Wed Dec 07 13:30:58 2011 


Page 2 


Corbett email PRR 000553 



















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM7\01_07_09\636804.D 

KAC 

7 Jan 2009 9:36 

BLANK 


DRUGS.M 
RTE 



r^h 




Abundance TIC: 636804.D\data.ms 



Ret. Time 


Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


636804.D 


Wed Dec 07 13:26:02 2011 


Page l 


Corbett email PRR 000554 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM7\01_07_09\636805.D 

KAC 

7 Jan 2009 9:48 

HEROIN STD 


DRUGS.M 
RTE 


Abundance TIC: 636805.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.534 

775957 

100.00 

100.00 


636805.D 


Wed Dec 07 13:26:07 2011 


Page 1 


Corbett email PRR 000555 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM7\01_07_09\636805.D 

KAC 

7 Jan 2009 9:48 

HEROIN STD 

5 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTOSa.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 6.53 C:\Database\SLl.L 

HEROIN 000561-27-3 99 

JWH-073 208987-48-8 4 


Abundance Average of 6.481 to 6.666 min.: 636805.D1data.ms (-) 



48 


80 


60 


40 


20 


m/z--> 


59 


81 


jk 


94 


115 


146 


28 


162 


174 


J 


197 


268 


327 


215 


40 60 80 100 120 140 


160 180 


200 220 


22824Q253 

• | 11 S , I l l !l r-| 


310 


284 


[ i i 1 i r 

240 260 


298 


369 


341 


' ' 1 ' 1 ' rp-l-rrr 
280 300 320 340 360 


636805.D 


Wed Dec 07 13:26:08 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1~2009\SYSTEM7\01_07_09\636810.D 

KAC 

7 Jan 2009 10:53 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance TIC: 636810.D\daia.ms 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


636810.D Wed Dec 07 13:26:21 2011 


Page 1 


Corbett email PRR 000557 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


F:\Q1-2009\SYSTEM7\01_07_J>9\636811.D 
KAC 

7 Jan 2009 11:05 


11 

DRUGS.M 
RTE 


Abundance TIC: 636811.DWata.ms 



Ret. Time 

Area 

Area % 

Ratio % 


6.539 

1105659 

100.00 

100.00 



636811 .D 


Wed Dec 07 13:26:25 2011 


Page 1 


Corbett email PRR 000558 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM7\01_07_09\636811.D 

Operator : KAC 

Date Acquired : 7Jan2009 11:05 

Sample Name : 

Submitted by : 

Vi'al Number : 11 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 6,54 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Abundance Average of 6.492 to 6.666 min.: 636811.D\data.ms {-) 

I ^ 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


636811.D wed Dec 07 13:26:26 2011 


Page 2 


Corbett email PRR 000559 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q1-2009\SYSTEM7\01_07_09\636819.D 
KAC 

7 Jan 2009 12:47 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 636819.0\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


636819,D 


Wed Dec 07 13:26:39 2011 


Page 1 


Corbett email PRR 000560 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM7\01_07_09\636820.D 

KAC 

7 Jan 2009 13 ; 00 

HEROIN STD 

20 

DRUGS.M 
RTE 


Abundance TIC: 636820. D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6,534 

652222 

100.00 

100.00 


636820.D 


Wed Dec 07 13:26:43 2011 


Page l 


Corbett email PRR 000561 





Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q1-2009\SYSTEM7\01 07 

09\636820.D 

Operator 

KAC 


Date Acquired 

7 Jan 2009 13:00 


Sample Name 
Submitted by 

HEROIN STD 


Vial Number 

20 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C: \Database\ Pf4W_TOX2 . L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 

1 6.53 C 

:\Database\SLI. L 

HEROIN 

000561-27-3 99 


Abundance 

80 

60 

40 

2Q 


4)3 


Average of 6.486 fo 6.645 min.: 636820. D\da!a.ms (-) 


268 


327 


81 


215 


94 


115 


146 


59 

Hi Jill'li ill. 


. 1 . .Mi,i, 


28 

k 


162 


174 

|, , 197 

SWd..k 


310 


238 253 


284 




298 


369 


I i i i i ^ '~ r ?T| i t t t | t , ; » t t i i i j i i i i | i i i i j t 1 i' i 1 1 j ' i i l -r r ]-- r‘v L vr - p’ - y T-T " [-7 "r T " r "p r "r ' " -- T -i i ~ r r|r . 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 


#1: HEROIN 


80 

60 

40 

20 


4,3 


268 


327 


215 


81 


59 


94 


115 




146 


162 


128 


174 


197 


i~f f ■ I' i i i i i'll f'l } 1 i i ' ' | i iTiyn i f I'i n-T j- i i ti ' | in i | T ■ ■ I'p t i i | , 'i i i ' , i , 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


i. ili.iL . t'h. 


228 240 253 


Hi- H i 1 1 i 1' 1 1 I 


310 


284 


298 


369 


341 


636820 .D 


Wed Dec 07 13:26 ; 44 2011 


Page 2 
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